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ACTION OES-05 

INFO OCT-OI lO-IO ISO-00 HEW-06 FEA-OI ACDA-IO CIAE-00 

INR-07 L-03 NSAE-00 NSC-05 EB-07 NRC-07 /062 W 

077423 

R 270853Z JUN 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 6045 
INFO USERDA GERMANTOWN 

UNCLAS IAEA VIENNA 5543 

EO 11652: NA 
TAGS: IAEA, TECH 

SUBJECT: INSTRUMENTATION FOR MEDICAL DIAGNOSIS AND RESEARCH WITH 
RADIONUCLIDES IN DEVELOPING COUNTRIES 

REE: IAEA VIENNA 5424 

1. ERD A/IAEA CONTRACT MENTIONED REFTEL SIGNED ON 
JUNE 25, 1975 BY JOHN A. HALL, DEPUTY DIRECTOR GENERAL, 

DEPARTMENT OF ADMINISTRATION, IAEA. 

2. TWO COPIES EULLY EXECUTED CONTRACT POUCHED AMMONS/ 

ERD A, REGISTRY NUMBER 2047040 DATED JUNE 26, 1975. 

3. AGENCY WILL FORWARD SHORTLY A TWO-HUNDRED WORD 
SUMMARY OE PROJECT, AS OUTLINED IN APPENDIX A OF 
CONTRACT. AGENCY ASSUMES EIRST CASH PAYMENT, AS 
PROVIDED IN ARTICLE III 2 (A) OE CONTRACT, WILL 

BE PROVIDED IN NEAR FUTURE. 

4. PLEASE INFORM ERDA CHICAGO OFEICE OF FOREGOING. LEAHY 
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Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: LESS DEVELOPED COUNTRIES, MEDICAL PERSONNEL, CONTRACTS, MEDICAL RESEARCH, MEDICAL FACILITIES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 27 JUN 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975IAEAV05543 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750223-1179 
From: IAEA VIENNA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975061 0/aaaaaisj. tel 

Line Count: 48 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 IAEA VIENNA 5424 
Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 28 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <28 MAR 2003 by PhilliR0>; APPROVED <18 MAR 2004 by hartledg> 

Review Markings: 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: INSTRUMENTATION FOR MEDICAL DIAGNOSIS AND RESEARCH WITH RADIONUCLIDES IN DEVELOPING COUNTRIES 
TAGS: TECH, IAEA, (HALL, JOHN A) 

To: STATE 
Type: TE 

Markings: Margaret P. Grafeld Declassifled/Released US Department of State EO Systematic Review 06 JUL 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



